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SUBJ: MEDICAL EQUIPMENT FOR CARDIAC PROJECT 19-P-58029-F-01 
REF: SRS' LETTER TO DR. M. ATTIA, DATED FEBRUARY 13, 1974 

1. SRS FORWARDING BY TRANS WORLD AIR CARGO, 1 CRATE (700 
LBS.) CONTAINING A QUINTON TREADMILL TO BE USED IN 
CONNECTION WITH THE CARDIAC PROJECT 19-P-58029-F-01. 

2. SHIPMENT WILL ARRIVE IN CAIRO ABOUT APRIL 24. 
UNFORTUNATELY, TWA COULD NOT GIVE US THE WAYBILL NUMBER, 
FLIGHT NUMBER AND EXACT DATE AND TIME OF ARRIVAL. HOWEVER, 
YOU WILL BE NOTIFIED BY THE AIRLINES WHEN IT WILL ARRIVE. 

3. PLEASE NOTIFY DR. M. ATTIA, SHAMS UNIVERSITY, 1 1 HAROON 
STREET, CAIRO WHEN THE TREADMILL ARRIVES. 

4. AN ACKNOWLEDGEMENT OF RECEIPT OF THE EQUIPMENT IS 
REQUESTED. 
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